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advance of the first speed breaker and traffic 
signboard showing the sign " SPEED BREAKER " at 
the placement of the speed breaker in order to 
regulate the motor vehicular traffic . 

The Sarpanch of Village Panchayat Cudnem , 
Bicholim -Goa, to publish this notification through 
the Director of Information and Publicity and to 
make necessary arrangements to construct/ erect 
the signboard at the places indicated above and 
report compliance within fifteen days time. 

Panaji , 15th May, 2012.— The DistrictMagistrate , 
R. Mihir Vardhan . 


GOVERNMENT OF GOA 

Department of Transport 
Office of the District Magistrate , 

North Goa District 


Notification 


No. 23 / 3 / Bich /MAG / 2002 ( Vol. I) 


Read : 1) Letter No. 57-1-08 -RTA / DCB / 2010 / 964 

dated 01-07-2011 from the Deputy 

Collector & S.D.O., Bicholim -Goa . 
2 ) Letter No. DYSP / TRF /PAN / 1538 / 2011 

dated 28-11-2011 from the Dy. Supdt. of 

Police ( Traffic ), Panaji. 
In exercise of the powers conferred on me under 
Section 112 of the Motor Vehicles Act, 1988 , and 
Rule 264A of the Motor Vehicles Rules , 1991 as 
amended in 2005 and as proposed by the Deputy 
Collector & S.D.O., Bicholim and as recommended 
by the Dy. Superintendent of Police ( Traffic ), Panaji , 
I, R. Mihir Vardhan , District Magistrate , North Goa 
District hereby order the construction of two " Speed 
Breakers " about 05 mts . each from the junction 
towards Sanquelim side and towards Navelim 
-Amona side in the jurisdiction of Village Panchayat 
of Cudnem in Bicholim Taluka . 

The above speed breakers shall be painted with 
white thermoplastic fluorescent paint for better 
visibility . 

Further, in exercise of the powers conferred on 
me under Section 116 of the above Act , I also 
authorise the erection of cautionary signboards 
" SPEED BREAKER AHEAD " at about 40 mts . in 


Corrigendum 

No. 23 /6 / PON /MAG / 05 ( Vol. I) 
Read : 1) Notification No. 23/ 6 /PON /MAG / 05 

( Vol. I) dated 22-09-2011 of this office . 
2 ) Letter No. DYSP / TRF / PAN / 1370 / 2011 

dated 24-10-2011 from the Dy. Supdt. of 

Police ( Traffic ), Panaji. 
In the notification referred at Sr. No. 1 above the 
words " No Parking for all vehicles from Maruti 
Temple upto Noorani Masjid junction " be read as 
" No Parking for heavy motor vehicles , light 
commercial vehicles, buses and mini buses only 
from Maruti Temple upto NooraniMasjid junction " . 

Panaji , 15th May, 2012.— The District Magistrate , 
R. Mihir Vardhan . 


Advertisements 


Office of the District Magistrate , 

South Goa District, Margao 


Public Notice 


No. 34 /03 / 2011/ EXP /MAG 
Whereas Shri Abdul Azim Sheikh Mohidin , M / s . 
Zuari Industries , Salgaokar House , Vasco - da -Gama, 
403 802, has applied in AE - 3 under Rule 113 of the 


Suggestions are welcome on e -mail: dir-gpps.goa@nic.in 
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Notice 


Explosives Rules, 2008 for grant of licence to store 
and possess explosives in the plot surveyed under 
Survey No. 278 of Village Loutolim , Salcete Taluka , 
South Goa District, as shown in the Schedule below : 


Class 


Div . 


Sr. 
No. 


Name and 
designation of 

explosives 


Quantity of 
explosives to 

be stored 


2. It is hereby known to the public that by 
Judgement and Decree dated 28-12-2012 passed by 
this Court the marriage between the Petitioner 
Mrs. Ashanka Ramesh Ajgaonkar @ Ashanka Rupaji 
Gawde , 23 years of age , r / o Mandrem , Pernem -Goa 
and the Respondent Mr. Rupaji Vishnu Gawde, 32 
years of age , r/o House No. not known ,Gawde wada, 
Mandrem , Pernem -Goa , registered before the 
Sub -Registrar of Pernem against entry No. 185/11 of 
the Marriage Registration Book for the year 2011, is 
ordered to be cancelled . 


II 
VI 


VI 


1. Nitrate mixture 
2. Safety Fuses 
3. Detonating Fuses 
4. Ordinary Detonators 
5. Electric Detonators 
6. Short Delay Detonators 
7. Non -Electric Shock Tube 

Detonators 


VI 
VI 
VI 
VI 


0 
1 
2 
3 
3 
3 
3 


500 kg . 
1000 mtrs . 
1500 mtrs. 
1000 Nos . 
2000 Nos . 
1500 Nos. 
1000 Nos. 


Given under my hand and the seal of the Court, 
this 10th April, 2012 . 

Durga V. Madkaikar, 
Ad hoc Civil Judge , Senior Division , 

" A " Court , Mapusa -Goa . 


V. No. A - 4988 / 2012 . 


In the Court of the Civil Judge , 
Senior Division , C Court at Mapusa 


Matrimonial Petition No. 43 / 2010 / C 


Whereas , a copy of the application along with 
the plan of the project is made available for public 
inspection in the Office of the Mamlatdar of Salcete 
and SDO of Salcete and also in this Office during 
working days and hours for 15 days from the date 
of this public notice . 

Whereas , the undersigned will hear the 
application in his Office at the Collectorate Bldg., 
on expiry of period of 15 days from the date of 
publication of this notice . 

Therefore public notice is hereby given that any 
person objecting for the storage of explosive product 
in the property or site , may give notice of such 
objection to the undersigned and to the applicant 
not less than seven days before the date ofhearing 
of the application together with the name and 
address and calling and a short statement of the 
grounds of his /her objection . 

Given under my hand and seal of this Office , 
dated this 7th day of May, 2012 . 
Margao.— The District Magistrate , N. D. Agrawal. 

V. No. A -5004 /2012 . 


Ms. Chhaya Ramesh Korgaonkar 

alias Mrs. Vinanti Vithu Gawde , 
daughter of Ramesh Korgaonkar , 
major of age , unemployed , 
residing at House No. 449, 
Ward Mhalewadi, Village of Talewade , 
Taluka Sawantwadi, 
District Sindhururga . 

Petitioner. 


V / s 


Mr. Vithu Mohan Gawde, 

son of late Mr. Mohan Bala Gawde, 
major of age, manson , 
resident of H. No. not known , 
Madlowada, Arambol, 
Pernem -Goa . 

Respondent . 


Notice 


In the Court of the Civil Judge , 
Senior Division at Mapusa 

Matrimonial Petition No. 58 / 2011 / A 
Mrs. Ashanka Ramesh Ajgaonkar 

@ Ashanka Rukpaji Gawde , 
23 years of age , 
r / o Mandrem , Pernem -Goa . 

Petitioner. 
V / s 
Mr. Rupaji Vishnu Gawde, 

32 years of age , 
r / o House No. not known, 
Gawdewada , Mandrem , 
Pernem -Goa . 

.... Respondent. 


3. It is hereby known to the public that by 
Judgement and Decree dated 23-2-2011 passed by 
this Court the marriage between the Petitioner 
Ms. Chhaya Ramesh Korgaonkar alias Mrs. Vinanti 
Vithu Gawde, daughter of Ramesh Korgaonkar, 
major of age , unemployed , residing at House 
No. 449, Ward Mhalewadi, Village of Talewade , 
Taluka Sawantwadi, District Sindhururga and the 
Respondent Mr. Vithu Mohan Gawde, son of late 
Mr. Mohan Bala Gawde, major of age , manson , 
resident of H.No. not known, Madlowada , Arambol, 
Pernem -Goa , registered before the Civil Registrar of 
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Bardez at Mapusa against entry No. 490/2009 of the 
Marriage Registration Book for the year 2009, is 
ordered to be cancelled . 


Given under my hand and the seal of the Court , 
this 4th day of April , 2011 . 

Vijaya Ambre , 
Civil Judge, Senior Division , 
" C " Court , Mapusa . 

V. No. A -4989 /2012 . 


Sunil Phadte , 

380 - A , Sawant wado , 
near Government Primary School, 
Amona, Bicholim -Goa . 

Respondent 
Corrigendum 
5. The following corrigendum carried out as per 
Order dated 21-5-2012 passed in Civil Misc . 
Application No. 8 / 2012 / C . 

That there is a mistake in the letter dated 5-5-12 
with respect to the Civil Registrar of Ponda which 
has been mentioned as Civil Registrar of Bardez at 
Mapusa , instead Civil Registrar of Ponda. 

Therefore , the Civil Registrar of Bardez may be 
corrected to read as Civil Registrar of Ponda . 

Sd / 
Place : Mapusa . Civil Judge , Senior Division , 
Dated : 21-5-2012 . C Court , Mapusa -Goa . 

V. No. A -5002 /2012 . 


Matrimonial Petition No. 48 / 2011/ C 


Mrs. Ravita Damodar Naik , 

d / o Damodar Naik , 
aged 25 years , married , occ -nil , 
r /o H. No. 845 , Madel, 
Sawarde -Goa . 


Petitioner. 


V / s 


Mr. Jayesh Ramesh Harmalkar, 

s /o Ramesh Harmalkar, 
aged 30 years , married , occ - service , 
r / o H. No. 402 , Demelowada Canca , 
Bardez -Goa . 

Respondent. 


Notice 


4. It is hereby known to the public that by Judge 
ment and Decree dated 01-12-2011, passed by this 
Court , the marriage between the Petitioner 
Mrs. Ravita Damodar Naik , d / o Damodar Naik , aged 
25 years , married , occ -nil , r / o H. No. 845 , Madel, 
Sawarde -Goa V / s Mr. Jayesh Ramesh Harmalkar, 
s / o Ramesh Harmalkar, aged 30 years , married , 
OCC -service , r / o H. No. 402 , Demelowada Canca , 
Bardez -Goa , registered before the Civil Registrar of 
Bardez at Mapusa against entry No. 1152/2009 of 
the Marriage Registration Book for the year 2009, is 
ordered to be cancelled . 

Given under my hand and the seal of the Court, 
this 17th day of May, 2012 . 


In the Court of the Civil Judge , 

Senior Division at Panaji 

Matrimonial Petition No. 61/ 2011/ A 
Reena Frany D silva , 

daughter of Anthony D silva , 
26 years old , Indian National, 
resident of behind Gasper Dias Club , 
Miramar, Ilhas-Goa . 

.... Petitioner. 
V / s 
Tushar Bogur, 

son of Kimanand Bogur, 
major, Indian National, 
resident of H. No. 188/5 , Old -Goa , 
Khorlim , Calwaddo , Ilhas -Goa . Respondent. 

Notice 
6. It is hereby made known to the public that by 
Judgement and Decree dated 25-1-2012 passed by 
the Civil Judge, Senior Division , Panaji, suit is 
decreed as prayed for. It is hereby declared that the 
marriage between Petitioner and Respondent is 
nullity on the ground ofmistake as well as coercion 
and as consent of the Petitioner to the marriage 
was caused by coercion and mistake in terms of 
Articles 18 and 19 of the Law of Divorce enforce in 
Goa . The Civil Registrar of Tiswadi is hereby 
directed to make necessary endorsement against 
the entry No. 50/11 of the Marriage Registration 
Book for the year 2011. 

Given under my hand and the seal of the Court , 
on 14th day of May , 2012 . 

P. M. Shinde, 
Civil Judge , Senior Division , 

Panaji. 
V. No. A -4983 / 2012 . 


Cholu Gauns, 
Civil Judge, Senior Division , 

B Court, Mapusa . 
I / c of CJSD , C Court, Mapusa . 

V. No. A -5001/ 2012 . 


Civil Misc . Appln . No. 8 /2012 / C in 
Matrimonial Petition No. 67 / 2008 / C 


Amarja Karekar alias Siddhi Sunil Phadte , 

H. No. 473, Chodan Wado, 
Salvador do Mundo , 
Bardez -Goa . 

Petitioner. 


V / s 
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In the Court of the Civil Judge, 
Senior Division , A Court , Ponda 

Matrimonial Petition No. 26 / 2009 / A 
Smt. Arti Deepak More , 

daughter of Laximkant Pandit , 
25 years of age, private service, 
resident of H. No. 456 , New Wado , 
Ona , Bicholim -Goa. 

Petitioner. 


2012 passed by this Court in Marriage Petition 
No. 37 / 2011/ A , Civil Judge, Senior Division (A ), 
Vasco -da -Gama, Goa, it is ordered that themarriage 
between the Petitioner and the Respondent , 
registered under No. 112/2010 is hereby dissolved 
by divorce . The Civil Registrar of Mormugao is 
hereby directed to make the necessary endorsement 
against the marriage entry No. 112/2010 . 


V / s 


Shri Deepak Sahadev More , 

son of Sahadev More , 
31 years of age, service , 
resident of Ratnadeep Apt., 
Haveli Curti, Ponda -Goa . 


Given under my hand and the seal of the Court, 
this 26th day of the month of April, 2012 . 

Ashley Noronha , 
Civil Judge, Senior Division ( B ), 
I /C Civil Judge, Senior Division ( A ), 

Vasco -da -Gama, Goa . 


Respondent. 


V. No. A -4995 / 2012 . 


Notice 


7. It is hereby made known to the public that by 
Judgement and Decree dated 19-11-2011 passed by 
the Civil Judge, Senior Division , A Court, Ponda, 
the marriage between the Petitioner and the 
Respondent registered in the office of Civil Registrar 
of Ponda on 10-03-2008 against entry No. 241/2008 
of the Marriage Registration Book for the year 2008 
stands annulled . 

Given under my hand and the seal of the Court, 
this 20th April , 2012 . 

Sayonara Telles Laad , 
Civil Judge, Senior Division , 

‘A ’ Court , Ponda . 

V. No. A -4996 /2012 . 


In the Court of the Ind Addl. Civil Judge , 

Senior Division at Margao 

Marriage Petition No. 51/ 2010 / II 
Shri Ramdas Narcinca Naik , 

s / o Narcinva Naik , 
major in age 44 years , 
occupation business, 
r / o H. No. 148 , Aquem Alto , 
near Power House , 
Margao -Goa . 

Plaintiff . 


V / s 


Smt. Shahsukala Ramdas Naik , 

d / o Ramarai Naik , 
major in age 38 years , 
r / o Mudai, Panchawadi, 
Shiroda -Goa . 


In the Court of the Civil Judge , 
Senior Division at Vasco -da -Gama 


.... Defendant. 


Notice 


Matrimonial Petition No. 37 / 2011/ A 
Shri Hemant Prakash Raikar, 

aged about 34 years , service , 
son of Prakash K. Raikar, 
resident of Baina , House No. 266 , 
Vasco -da-Gama, Goa . 

... Petitioner. 
V / s 


9. It is hereby made known to the public that by 
Judgement and Decree dated 27-12-2011 , the 
marriage between the Petitioner and the 
Respondent registered before the Office of the Civil 
Registrar of Salcete registered under entry 
No. 979/2002 of the Marriage Registration Book of 
the year 2002 stands dissolved . The Civil Registrar 
of Salcete -Goa , is directed to cancel the said 
marriage registered between the Plaintiff and the 
Defendant under entry No. 979/2002 of theMarriage 
Registration Book of the year 2002 . 

Given under my hand and the seal of the Court, 
this 10th day of May, 2012 . 


Smt. Vishvelaka Anant Lotlikar, 

aged 26 years , service , 
daughter of Anant Lotlikar , 
resident of Lotlikar Niwas , 
opp . Kanta Hotel, Aquem Alto , Margao , 
Salcete -Goa, 
House No. not known . 

Respondent. 


Notice 


Kalpana V. Gavas , 
IInd Addl. Civil Judge , 
Senior Division , Margao . 


8. Notice is given to the public and the litigants 
that by Judgement & Decree dated 6th February , 


V. No. A - 385 / 2012 . 
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Office of the Civil Registrar- cum - Sub -Registrar 
and Notary Ex Officio in this Judicial Division of 

Bardez , Mapusa , Goa 


And that besides them there exists no other heirs 
or persons who according to law may have a legal 
right of succession or would concur with the said 
qualified heirs to the estate or inheritance left by 
the said deceased person . 

Bardez , Mapusa -Goa , 15th May, 2012.— The 
Notary Ex Officio , Nandini Alornacar. 

V. No. A -5016 / 2012 . 


Smt. Nandini Alornacar, Civil Registrar- cum 

-Sub - Registrar and Notary Ex Officio in the said 
Judicial Division . 


10. In accordance with para 1st of Article 179 of 
Law No. 2049 dated 06-08-1951 and for the purpose 
of 2nd para of the same Article it is hereby made 
public that by a Notarial Deed of Succession 
dated 11-05-2012, drawn by and before me, 
Smt. Nandini Alornacar, Civil Registrar -cum 
-Sub -Registrar and Notary Ex Officio , Bardez at 
Mapusa at page 38v of Notarial Book No. 839 of this 
office the following is recorded : 


Office of the Civil Registrar- cum -Sub -Registrar and 
Notary Ex Officio in this Judicial Division of 

Mormugao , Vasco - da -Gama 


Shri Arjun S. Shetye , Civil Registrar - cum - Sub 

-Registrar and Notary Ex Officio in the said 
Judicial Division . 


That on 13-07-1990 expired at Mumbai Mr. 
Achyut Ramchandra Kamat or Achut Ramchandra 
Kamat Mhamai in the status of married to Kum . 
Kunda Fondu Dalal leaving behind his widow and 
half sharer or moiety holder and as sole universal 
heir. 


12. In accordance with para 1st of Article 179 of 
Law No. 2049 dated 06-08-1951 and for the purpose 
of 2nd para of the same Article it is hereby made 
public that by a Notarial Deed of Testamentary 
Succession dated 26-03-2012 drawn by and before 
me, Shri Arjun S. Shetye, Civil Registrar -cum - Sub 
-Registrar and Notary Ex Officio , Mormugao at Vasco 
-da-Gama at page 36 onwards of Notarial Book No. 
178 of this office , the following is recorded : 


And that besides them there exists no other heir 
or person who according to law may have a legal 
right of succession or would concur with the said 
qualified heir to the estate or inheritance left by 
the said deceased person . 


Bardez , Mapusa -Goa, 11th May, 2012.— The 
Notary Ex Officio , Nandini Alornacar. 

V. No. A - 4990 /2012 . 


Smt. Nandini Alornacar, Civil Registrar- cum 

-Sub -Registrar and Notary Ex Officio in the said 
Judicial Division . 


11. In accordance with para 1st of Article 179 of 
Law No. 2049 dated 06-08-1951 and for the purpose 
of 2nd para of the same Article it is hereby made 
public that by a Notarial Deed of Succession 
dated 15-05-2012 , drawn by and before me, 
Smt. Nandini Alornacar, Civil Registrar -cum 
-Sub -Registrar and Notary Ex Officio , Bardez at 
Mapusa at page 40 of Notarial Book No. 839 of this 
office the following is recorded : 


That on 17th day of February of the year One 
thousand nine hundred and eighty four at Hospicio 
Hospital, Margao, Salcete -Goa, Shri Antonio Camilo 
Demello who was from Cortalim , Mormugao , 
Goa and on 14th day of November of the year 
( 14-11-2002) Two thousand and two expired at 
Sanjeevani Hospital, Vasco -da -Gama, Mormugao , 
Goa , Smt. Maria Josefa Dias e Demello who was 
also from Cortalim , Mormugao , Goa , both expired in 
intestate , without executing any Will or any other 
disposition of their last wish but leaving behind as 
their sole and universal heirs their children (one) 
Mrs. Irene Demello , major, married to Joao Camilo 
Batista (two) Smt. Catarina demello , major, married 
to Lourenco Francisco Diniz (three ) Matilda demello , 
major, married to Jose Mario desouza (four) Mrs. 
Maria Celestina Demello , major, married to Joao 
Fernandes (five) Smt. Especiosa Dmello , major of 
age, married to Shri Francisco Patricio Monteiro 
and ( six ) Smt. Elana demello , major, married to Shri 
Philip Dmello . 

That besides the above legal heirs there are no 
other person or persons who may claim or concur 
for the inheritance of the deceased person . 

Mormugao , 26th March , 2012.— The Notary Ex 
Officio , Arjun S. Shetye. 

V. No. A - 4994 / 2012 . 


That Mr. Joao Mariano Fernandes also known as 
John Mariano Fernandes , died on 14-12-2011 at 
Fernandes Wado , Siolim , Bardez -Goa, leaving 
behind him his universal heirs his half sharer Mrs. 
Maria Natividade Divina Francisca D souza , married 
and his sole universal heirs his Children ( one ) Mr. 
Blase Lino Fernandes (two) Antonetta Fernandes 
(three ) Agnelo Francis Felix Fernandes. 
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Office of the Civil Registrar-cum -Sub -Registrar, 

Pernem -Goa 


Office of the Civil Registrar-cum - Sub -Registrar, 

Bicholim -Goa 


Notices 


Notices 


13. Whereas Shri Sajjan Naik , resident of H. No. 
133, Bandeshwar Devasthan , Dandoswada , 
Mandrem , Pernem -Goa , desires to change his 
name/surname from " Sadjana Naique Araundecar " 
to " Sajjan Naik ” under the Goa Change of Name & 
Surname Act, 1990 (Act 8 of 1990 ). 


16. Whereas Hamro Calo Tato , resident of 
Lakherem , Bordem , Bicholim , has applied to change 
his name/ surname from " Hamro Calo Tato " to 
" Amru Calo Tate " . 


Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act, 1990 in force . 


Any person having objection , if any, may file the 
same in this office within thirty days from the 
publication of this notice as required under 
Section 3 (2 ) of the Goa Change of Name and 
Surname Act, 1990 . 

Bicholim , 15th May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 


V. No. A -4978 / 2012 . 


Pernem , 14th March , 2012.— The Civil Registrar 
-cum -Sub -Registrar, Nirmala R. Hunchimani. 


V. No. A -4987 / 2012 . 


14. Whereas Shri Ullas Tucarama Pocre Mandre 
car, resident of Saligao , Bardez -Goa , desires to 
change his name/surname from “Ullas Tucarama 
Pocre Mandrecar " to “ Ulhas Tucarama Pokre " 
under the Goa Change of Name & Surname Act, 
1990 (Act 8 of 1990 ). 


17. Whereas Shri Nitesh Vijay Dhargalkar, 
resident of Bordem -Bicholim , has applied to change 
his surname from “ Nitesh Vijay Dhargalkar ” to 
“ Nitesh Vijay Tari Dhargalkar" . 

Any person having objection , if any,may file the 
same in this office within thirty days from the 
publication of this notice as required under 
Section 3 ( 2 ) of the Goa Change of Name and 
Surname Act , 1990 . 

Bicholim , 14th May, 2012.— The Civil Registrar 
-cum - Sub -Registrar, Sd / -. 

V. No. A -5005 / 2012 . 


Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act , 1990 in force . 


Pernem , 22nd May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, Nirmala R. Hunchimani. 


V. No. A -5007 / 2012. 


15. Whereas Shri Bodu Apa Naique Gauncar, 
resident of H. No. 27 , Khalchawada, Hankhane, 
Pernem -Goa, desires to change his name/ surname 
from " Bodu Apa Naique Gauncar " to " Bhalchandra 
Apa Naik " under the Goa Change of Name & 
Surname Act , 1990 (Act 8 of 1990 ) . 


18.Whereas Shri Vijay Rajaram Tari , resident of 
Bordem - Bicholim , has applied to change his 
surname from “ Vijay Rajaram Tari” to “ Vijay Rajaram 
Tari Dhargalkar ” . 

Any person having objection , if any, may file the 
same in this office within thirty days from the 
publication of this notice as required under 
Section 3 ( 2 ) of the Goa Change of Name and 
Surname Act , 1990 . 

Bicholim , 14th May , 2012.— The Civil Registrar 
-cum - Sub -Registrar, Sd / -. 

V. No. A -5006 /2012 . 


Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act , 1990 in force . 


19. Whereas Shri Mahadev Damodar Gonsavi R. 
Kundan , resident of Bicholim -Goa , has applied to 
change his name/ surname from “Mahadev Damodar 
Gonsavi R. Kundan " to " Mahadev D. Gosavi " . 


Pernem , 21st May , 2012.— The Civil Registrar 
-cum - Sub - Registrar, Nirmala R. Hunchimani. 


Any person having objection , if any, may file the 
same in this office within thirty days from the 
publication of this notice as required under 


V. No. A -5009 / 2012 . 
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provisions of the Goa Change of Name and Surname 
Act , 1990 in force . 


Section 3 ( 2 ) of the Goa Change of Name and 
Surname Act, 1990 . 

Bicholim , 22nd May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 


Mapusa , 30th April, 2012. - The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 


V. No. A -5010 / 2012 . 


V. No. A -4981/2012 . 


20. Whereas Shri Gunabai Bapu Karapurkar, 
resident of Karapur- Bicholim , has applied to change 
nis surname from “ Gunabai Bapu Karapurkar ” to 
" Gunabai Bapu Gaonkar" . 


Any person having objection , if any, may file the 
same in this office within thirty days from the 
publication of this notice as required under 
Section 3 ( 2 ) of the Goa Change of Name and 
Surname Act , 1990 . 


23. Whereas Mr. Mario Raikar, resident of Kavlekar 
Apartments , Khorlim , Mapusa, Bardez -Goa , desires 
to change his surname from " Mr. Mario Raikar " to 
"Mr. Mario Mascarenhas ” under the Goa Change of 
Name and Surname Act , 1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act , 1990 in force . 


Bicholim , 22nd May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 


Mapusa, 30th April, 2012. — The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 


V. No. A -5011/2012 . 


V. No. A -4982 / 2012 . 


Office of the Civil Registrar-cum -Sub -Registrar, 

Bardez , Mapusa -Goa 


Notices 


21. Whereas Mr. Mukund Narayan Raikar, resident 
of Kavlekar Apartments , Khorlim , Mapusa, Bardez 
-Goa, desires to change his name/ surname from 
“ Mr. Mukund Narayan Raikar” to “Mr. Anthony 
Narayan Mascarenhas " under the Goa Change of 
Name and Surname Act, 1990 (Act 8 of 1990 ). 


24. Whereas Mr. Kamil Diyog Cholnekar and 
Mrs. Meri Kamil Cholnekar, both residents of House 
No. 121, Khorlim , Mapusa , Bardez -Goa, desire to 
change their grandson s name/ surname from 
" Vasant Sandeep Korgaonkar" to "Mathew Sandeep 
Cholnekar " under the Goa Change of Name and 
Surname Act, 1990 (Act 8 of 1990 ). 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act , 1990 in force . 


Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act , 1990 in force . 


Mapusa , 30th April , 2012. — The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 

V. No. A -4980 / 2012 . 


Mapusa , 30th April , 2012. — The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 


V. No. A - 4979 /2012 . 


22. Whereas Mr. Angelo Raikar , resident of 
Kavlekar Apartments, Khorlim , Mapusa , Bardez -Goa , 
desires to change his surname from " Mr. Angelo 
Raikar " to " Mr. Angelo Mascarenhas " under the 
Goa Change of Name and Surname Act, 1990 (Act 
8 of 1990 ). 


25. Whereas Mr. Yeshwant Krishna Parwar, 
resident of H. No. 713, Cansa , Thivim , Bardez -Goa , 
desires to change his surname from " Mr. Yeshwant 
Krishna Parwar ” to “ Yeshwant Krishna Pawar" 
under the Goa Change of Name and Surname Act, 
1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act , 1990 in force . 


Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 


Mapusa , 7th May, 2012. — The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 

V. No. A -4991/ 2012 . 
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Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act, 1990 in force . 


26. Whereas Shri Sricrisna Arambolcar, resident 
of E1/84 , Gaura Vaddo , Calangute , Bardez -Goa, 
desires to change his name / surname from 
" Scricrisna Arambolcar " to " Anthony Xavier 
Fernandes " under the Goa Change of Name and 
Surname Act, 1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act, 1990 in force . 


Mapusa , 22nd May, 2012. - The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 


V. No. A -5015 / 2012 . 


Mapusa , 21st May, 2012. — The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 


Office of the Civil Registrar -cum - Sub -Registrar, 

Ilhas, Panaji -Goa 


V. No. A -4998 / 2012 . 


Notices 


27. Whereas Smt./Kum . Laxmi Badguer resident 
of H. No.630 , Salisvaddo, Parra , Bardez -Goa , desires 
to change her name/ surname from "LaxmiBadguer " 
to " Rashmi Fernandes " under the Goa Change of 
Name and Surname Act , 1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act, 1990 in force . 

Mapusa , 21st May, 2012. — The Civil Registrar 
-cum -Sub -Registrar, Chandrakant Pissurlekar. 


30. Whereas Shri Janardana Panduronga 
Vernencar, resident of H. No. 90 , Curca , Santan , 
Tiswadi-Goa, desires to change his name/ surname 
from “ Janardana Panduronga Vernencar " to 
" Janardhan Panduronga Vernekar " under the Goa 
Change of Name & Surname Act, 1990 (Act 8 of 
1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act , 1990 in force . 

Panaji, 3rd May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 


V. No. A -5000 /2012 . 


V. No. A -4984 /2012 . 


28. Whereas Shri Shantaram Jitendra Shirgaon 
kar, resident of H. No. 282 , Post Dhargal, at 
Mahakajan , Pernem -Goa, desires to change his name 
from " Shantaram Jitendra Shirgaonkar" to " Shaan 
Jitendra Shirgaonkar " under the Goa Change of 
Name and Surname Act, 1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act, 1990 in force . 


31. Whereas Shri Shyamkumar Tulshidas Tivrekar, 
resident of H. No. 164, Wadi Wada, Tivrem , Marcel, 
Ponda -Goa , desires to change his name from 
“ Shyamkumar Tulshidas Tivrekar " to " Shyam 
Tulshidas Tivrekar " under the Goa Change of Name 
& Surname Act, 1990 (Act 8 of 1990 ). 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act, 1990 in force . 


Mapusa , 22nd May, 2012. — The Civil Registrar 
-cum - Sub -Registrar, Chandrakant Pissurlekar. 

V. No. A -5012 / 2012 . 


Panaji, 2nd May, 2012.— The Civil Registrar 
-cum - Sub - Registrar, W. S. Rebello . 


V. No. A -4985 / 2012 . 


29. Whereas Shri Vaibhav Vishram Malik , resident 
of Hassapur, Post Kassarvornem , Pernem -Goa , desires 
to change his name from “ Vaibhav Vishram Malik " 
to “ Shantaram Vaishram Malik " under the Goa 
Change of Name and Surname Act, 1990 (Act 8 of 
1990 ). 


32. Whereas Shri Felicio Dias, resident of H. No. 
779 , Gannea Wado , Assolna , Salcete -Goa , desires to 
change his name from " Felicio Dias " to " Felix Dias" 
under the Goa Change of Name & Surname Act, 
1990 (Act 8 of 1990 ). 
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Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act, 1990 in force . 

Panaji , 15th May, 2012.- The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 

V. No. A -4986 / 2012 . 


Any person having any objection to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act, 1990 in force . 

Mormugao , 8th May, 2012.— The Civil Registrar 
-cum - Sub -Registrar, Arjun Shetye. 

V. No. A -4993 /2012 . 


33. Whereas Shri Eknath Vagu Gaunso , resident 
of H. No. 590/1 , Sulabhat, Agassim -Goa , desires to 
change his surname from " Eknath Vagu Gaunso " to 
" Eknath Vagu Gauns" under the Goa Change of 
Name & Surname Act , 1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act , 1990 in force . 

Panaji, 8th May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 


36. Whereas Shri Umesh V. Talvankar, resident of 
House No. 144 , near Laxminarayan Temple , 
Headland Sada , desires to change his name/ 
/ surname from "Umesh T. Talvankar" to " Umesh V. 
Fatji " under the Goa Change of Name and Surname 
Act, 1990 (Act 8 of 1990 ). 

Any person having any objection to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act , 1990 in force . 

Mormugao , 21st May , 2012.— The Civil Registrar 
-cum -Sub -Registrar, Arjun Shetye. 

V. No. A -5003 / 2012 . 


V. No. A - 4997 / 2012 . 


34. Whereas Shri Riyaz Ahamad , resident of 
H. No. 117, opp . Primary School, Chincholem , Post 
Caranzalem , desires to change his name/ surname 
from “ Riyaz Ahamad ” to “ Shaikh Riyaz Ahamed " 
under the Goa Change of Name & Surname Act , 
1990 (Act 8 of 1990 ) . 

Any person having any objections to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name & Surname 
Act, 1990 in force . 

Panaji , 17th May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, W. S. Rebello . 


37. Whereas Shri Raju Sebastiao Lobo , resident 
of House No. 462, Mandol, Curtorim , Salcete , desires 
to change his surname from “ Raju Sebastiao Lobo " 
to “ Raju Sebastiao Gaude" under the Goa Change 
of Name and Surname Act, 1990 (Act 8 of 1990 ) . 

Any person having any objection to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change of Name and Surname 
Act , 1990 in force . 

Mormugao , 27th April, 2012.– The Civil 
Registrar- cum -Sub -Registrar, Arjun Shetye. 

V. No. A - 386 /2012 . 


V. No. A -5008 / 2012 . 


Office of the Civil Registrar-cum -Sub -Registrar, 

Mormugao -Goa 


Notices 


38.Whereas Shri Rajesh Bassu Lamani, resident 
of House No. 07 , Largo De Estacao , Cansaulim , 
Mormugao , desires to change his surname from 
" Rajesh Bassu Lamani" to " Rajesh Bassu Naik " under 
the Goa Change of Name and Surname Act , 1990 
(Act 8 of 1990 ). 

Any person having any objection to the change 
may lodge the same in this office within thirty days 
from the date of publishing this notice under the 
provisions of the Goa Change ofName and Surname 
Act , 1990 in force . 

Mormugao , 23rd May , 2012.— The Civil Registrar 
-cum - Sub - Registrar, Arjun Shetye. 

V. No. A -5013 / 2012 . 


35. Whereas Shri Yoganand alias Kalpesh K. S. 
Vernekar, resident of Flat No. T - 04 , Harizabi 
Residency , Katem , Baina, Vasco -da-Gama, desires to 
change his name from " Yoganand alias Kalpesh K. 
S. Vernekar " to " Kalpesh K. Shet Vernekar " under 
the Goa Change of Name and Surname Act, 1990 
( Act 8 of 1990 ). 
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Office of the Civil Registrar - cum -Sub -Registrar, 

Quepem -Goa 


publication of this notice, as required under Section 
3 ( 2 ) of the Goa Change ofName and Surname Act , 
1990 in force . 


Notices 


Quepem , 22nd May, 2012.— The Civil Registrar 
-cum - Sub -Registrar, Shri Gurudas Kakodkar. 


V. No. A -5014 / 2012 . 


“ Devalaia ” 


39. Whereas Shri Mangesh Vinayak Devidas , 
resident of H. No. 463, Dhamad Xeldem , Quepem 
-Goa , desires to change his surname from “Mangesh 
Vinayak Devidas " to “Mangesh Vinayak Sheldekar " 
under the Goa Change of Name and Surname Act , 
1990 (Act 8 of 1990 ) . 

Any person having objection , if any may file 
the same in this office within thirty days from the 
publication of this notice , as required under Section 
3 ( 2 ) of the Goa Change of Name and Surname Act , 
1990 in force . 


SHREE NAGNATH BHUMIKA VETAL 

PANCHAYATAN DEVASTHAN 


Agarwada , Pernem -Goa 


Quepem , 8th May, 2012.— The Civil Registrar 
-cum -Sub -Registrar, Shri Gurudas Kakodkar. 


V. No. A - 4992 / 2012 . 


41. The General Body Meeting of the proposed 
Mahajans of Shree Nagnath Bhumika Vetal 
Panchayatan Devasthan is hereby convened in 
terms of Art . 18 of the Devasthan Regulations at 
10.30 a.m. at the meeting place of above Devasthan 
after 30 days of the publication of the notice in the 
Government Official Gazette in order to deliberate 
on the draft Bye -Laws prepared by the Special 
Committee. 

Agarwada , Pernem -Goa , The President of 
Special Committee, Rajesh Ramdas Nagvekar. 


40. Whereas Shri Guno Kushali Naik , resident of 
H. No. 26 , Madajuvem , Panchawadi, Shiroda , 
Ponda -Goa , desires to change his name from " Guno 
Kushali Naik " to " Amol Kushali Naik " under the 
Goa Change of Name and Surname Act , 1990 ( Act 
8 of 1990 ). 


V. No. A -4925 / 2012 . 


Any person having objection , if any, may file 
the same in this office within thirty days from the 


(Repeated ). 
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